ETag: "9aa8a8f51251345288f8f48859f65e37"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1032
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: USA v. Jones
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: mdd
x-archive-meta-date-case-filed: 1980-03-12
x-archive-meta-date-case-terminated: 1980-07-18
x-archive-meta-docket-num: 1:80-cr-00105
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 20247
x-archive-queue-derive: 0
x-varnish: 1458075356
x-upload-date: 2011-03-14T00:48:53.000Z
